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United States Assay Office, 
Boise City, Idaho, 
July 2, 1887 


Sir, 


I have the honor to state that the business of this office is increasing so rapidly that a 
platinum parting apparatus seems to me indispensably necessary to insure accuracy and dispatch. 


I would therefore request that you request Mr. Eckfeldt of the Philadelphia Mint to have 
made and forwarded to me a complete parting apparatus for the Simultaneous assaying of Eight 
Gold deposits. 


I take this course in preference to ordering directly myself as Mr. Eckfeldt having on the 
spot can probably get a better and cheaper apparatus than I could from this distance. With the 
limited appropriation for the year this will be a heave expense but we assayed last year ores 900 
deposits and there is every promise of from 1200 to 1500 this year which with our small force it 
will be impossible to handle safety without the best apparatus. 


Very Respectfully, 
H.T. Wild 
Assayer in Charge 


Hon. Jas. P. Kimball 
Director of the Mint. 
Washington, D.C. 


[Noted on back:] 


Treasury Department, 
Bureau of the Mint, 
July 11, 1887 


Respectfully referred to the Superintendent of the Mint at Philadelphia, who will please 
request Mr. Eckfeldt to comply with requisition o the writer. 


James P. Kimball 
Director of the Mint 


